AMENDMENT NO. 2 APRIL 2022 


TO 


IS 8920 : 1978 METHODS FOR SAMPLING OF 
BURNT CLAY TILES 


(Page 4, clause 2.3) — Substitute the following for the existing: 


‘2.3 Defective — A tile quality which does not meet the visual, dimensional and 
physical specified requirements as per the concerned Indian Standard.’ 


(CED 30) 
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